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АРС Licence 


Highgate 


Are you ready to apply for your 
Refrigerant Trading Authorisation? 


There are three key areas you will need to have in 
place prior to applying for your Refrigerant Trading 
Authorisation. We have listed them below for you. 


1- REFRIGERANT HANDLING LICENCE 


Before applying for your Refrigerant Trading Authorisation, you must obtain your Refrigerant Handling 
Licence - vital for any person who carries out work in relation to refrigeration and air conditioning 
(БАС) equipment. The default duration for refrigerant handling licences and trading authorisations is 
three years, except for refrigerant trainee licences which will remain at one year. 


2 - HAVE YOUR TOOL KIT READY - (Range of non-negotiable tools and equipment you MUST have) 


When applying for your refrigerant trading authorisation, you must have your essential tool kit set up. 
Throughout the application process you will be asked for the make, model, serial number and branch 
at which the item will be held - for each item. 


The 4 key tools and equipment you will be required to obtain are: 


1- Recovery unit 2 - Recovery cylinder/s 3 - Vacuum pump 4- Electronic R134a leak detector 


There are two ways you can approach your new tool kit - you can get each individual item and build 
a manual kit, OR you can invest in a 4-IN-1 unit, that brings all your processes into one convenient 
machine. 


A 4-IN-1 unit offers you greater efficiency, allowing you the ability to perform multiple tasks at once, 
either in the workshop or onsite. These units are capable of carrying out the 4 processes of recovery, 
recycling, vacuum (including vacuum leak testing) and recharging оп an A/C system, all while giving 
the technician the ability to set, walk away and continue to work on other jobs. At Highgate Air, we 
stock a large range of both semi-automatic and fully automatic 4-in-1 units to service systems with 
R134a and R1234yf refrigerants. 


If you are unsure of which is the best solution for your new set up, we encourage you to contact one 
of our specialised consultants here at Highgate Air. We will work with you through your requirements 
and recommend the best combination for you and your business. 


3 - RISK MANAGEMENT PLAN 
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As a business that will be handling refrigerant, it is extremely important to have а high level of 
understanding of the risks associated with handling the hazardous substance. 


Your risk management plan (RMP) must identify the potential risks which could result in the emission 
of refrigerant to the atmosphere and outline the measures your business will take to minimise the 
possibility of those risks occurring. 


Be sure to include key information at the start of your RMP such as your business name, RTA number, 
the main contact for your business RMP and provide a short description of your business - outlining 
what your business does, how many branches you have, how many staff you have handling refrigerant, 
and so on. 
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ARC Check List 


Get ready for 
Permit Condition Checking 


If you hold а Refrigerant Trading Authorisation, at а 
company or an individual level, you will be subject to 
permit condition checking as conducted by the Australian 
Refrigeration Council (ARC). 


It is vital that you are meeting the conditions of your 
authorisation at the time of the check, and the best way 

to do this is to ensure that all your records are continually 
updated. There are 7 key areas that you need keep record of. 


1- REFRIGERANT RECORDS 


° Amounts purchased of each refrigerant 
* Sold (bulk amount i.e. cylinders) 
° Amount recovered for destruction (bulk amount) 


2 - EQUIPMENT LIST 


The make, model and serial numbers of each piece of the following types of equipment in your possession: 


° Recovery Unit 
° Vacuum Pump 
° Electronic Leak Detector 


° Recovery Cylinders - Used when the refrigerant in a system is no longer required and needs 


returning for reclamation or destruction. 


3 - RISK MANAGEMENT PLAN 


4 - EQUIPMENT INSPECTION AND MAINTENANCE RECORDS 


° Recovery Unit 
° Vacuum Pump 
° Electronic Leak Detector 


5 - CYLINDER LEAK TEST AND CYLINDER TEST DATE RECORDS 


Any refrigerant cylinder in your possession detail: 


e Refrigerant type 

e Cylinder serial number 
e Cylinder test date 

e Date of leak test 


6 - STAFF LIST 


7 - RTA NUMBER ON ALL ADVERTISING 


For a more in-depth explanation of each of these areas, please refer to www.arctick.org. 
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R1234yf Refrigerant 


R1234yf 
The New Standard in Refrigerant 


The automotive air conditioning industry has been forced 
to find a new refrigerant to satisfy the emission standards 
set by regulations in the European Union Mobile air- 
conditioning (MAC) directive - a refrigerant with a low 
Global Warming Potential (GWP) of less than 150. 


As a result, RI254yf has been introduced to the market. 


R1234yf refrigerant is hydrofluoroolefin (НЕО); a refrigerant composed 
of hydrogen, fluorine and carbon atoms, but contains at least one double 
bond between the carbon atoms. 


In comparison, R134a has а GWP of 1300, while RI254yf has а GWP of less 

than 1. The trade-off is that it is slightly flammable, being rated at A2L. It is 

so mild in flammability that it required a new standard to be created, which 
resulted in splitting the A2 bracket to create the A2L standard. 


For R1234yf to ignite, there must be the optimal blend of refrigerant and 
air. Although very rare, should R1234yf ignite, it burns quite slowly at 
approximately 10cm per second. 


Due to its composition, R1234yf does not damage the ozone layer and has 
minimal global warming impact. As a result, currently you do not need an 

ARCTick refrigerant handling licence or a refrigerant trading authorisation 
to handle, sell or store this refrigerant. 


Is RI234yf compatible with existing 
R134a equipment or systems? 


RI234yf is not compatible with existing Б154а equipment, mainly due to its slightly flammable nature. 
Therefore all RI234yf equipment must be intrinsically safe (spark-proof). Also, R1234yf cannot be 
used in A/C systems currently using R134a, nor can R134a A/C systems be retrofitted to use R1234yf. 


Highgate 


B ИШ 


R1234yf access ports аге a different size to К154а access ports to reduce any possibility of cross- 


contamination, therefore specific R1234yf access couplers are required. 


New equipment has also been developed which serves both R134a апа R1234yf refrigerant. All tools 
and equipment that are compatible for R1234yf have been clearly marked with an icon throughout the 
catalogue, to help you identify them. Please note some equipment with this icon can be used for both 


R134a апа R1234yf, whilst others are purely designed for Б1254УҒ. 


R1234yf 


Throughout this category, you will find any tools and equipment compatible with R1234yf 
marked with this icon. 


>: 
JU 


0, Celebrating 50 years of Highgate Ай! 901 


3 
о 
b 
ב‎ 
8 
© 
x 
j 
5 


Е 
u 
š 
2 
ü 
С. 
M 
[*] 
£ 


902 


Manual Starter Kits 


R1234yf 
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TO-73800-KIT 


A/C STARTER KIT - R134A (RECOV. UNIT, VAC PUMP, LEAK 
DETECTOR, SCALES, 2-WAY GAUGE SET, REC. CYL) 


* Highgate XGTS Oil-less Recovery Unit 

e Robinair 7ZILPM Vacuum Pump 

* Robinair XP-la Leak Detector 

* Robinair 1OOkg Electronic Charging Scales 

* Refco 2-Way Gauge Set with Hose and Couplers 
* Recovery Reclaim Cylinder, 22kg 


TO-73802-KIT 


A/C PRO KIT - R134A & R1234YF (VAC PUMP, RECOV 
STATION, LEAK DETECTOR, REC. CYL) 


The ultimate quality mobile a/c equipment 
setup with great portability 


* Refco R1234yf and R134a Portable Charging Station, 
with 142LPM Vac pump 

* Refco Recovery Station Twin Cyl. ІНР with Oil Separator 

* UK-Made UV Light with Glasses 

* CPS TM50 Temp-Seek Digital Thermometer 

* Recovery Reclaim Cylinder, 12kg 3 

* Recovery Reclaim Cylinder, 4.5kg R1234yf 

* Metal Hand-turn Oil & Dye injector with R134a Coupler 


ТО-73801-КІТ 


A/C STARTER KIT - R1234YF (RECOV. UNIT, VAC PUMP, 
LEAK DETECTOR, SCALES, 2-WAY GAUGE SET, REC. CYL) 


* Highgate XGTS+ R1234yf & R134a Recovery Unit 

* Robinair TIBLPM R1234yf + R134a Vacuum Pump 

* CPS LS1 R1234yf, R134a, R32 Leak Detector 

* Robinair 100kg Electronic Charging Scales 

* Refco 2-Way Gauge Set R1234yf 8 R134a, incl. Couplers 
* RI234yf Recovery Reclaim Cylinder, 4.5kg 


Oksys 4-іп-1 Stations 


Highgate 


THE AGRICULTURAL AND HEAVY DUTY SPECIALISTS 


Available exclusively through Highgate Air in Australia and New Zealand. 


MADE IN 


ITALY 
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ТО-73571 


STATION, RECLAIM-RECYCLE-RECHARGE, R134A, 
HEAVY DUTY ו-או-4‎ AGRICOLD, WITH PRINTER AND DYE 
INJECTION 


The new Agricold machine is the latest in ground break- 
ing technology manufactured to the highest standards. 
It represents a significant advancement in mobile A/C 
servicing for the Agricultural and Heavy Duty Industry. 
Purpose built, service your machinery on the move with 
ease. 


The Agricold offers fast and efficient vacuum and 
recovery with a IOOLPM vacuum pump, and automatic 
oil and dye injection and oil recovery, with recovered 
oil fed into a drain bottle. Enjoy smooth operation with 
an in-built database for agricultural and heavy duty 
vehicles. 


But wait there's more! Use the optional 12V 1500W Sine 
Wave inverter and perform A/C services without the 
need for a generator or somewhere to plug in. It is easy 
to see why this machine is such a game changer! 


Comes with Australian database for auto, 
ag & heavy duty! 


TO-73371 ACCESSORIES 


IMAGE PART N? DESCRIPTION 


FLUSHING KIT, SUITS TO-73370, TO-73371 AGRICOLD 4 IN 


CHECK ONLINE TO-73376 1MACHINE 


NITROGEN/HITRACE LEAK TEST KIT, SUITS TO-73370, 


CHECE ONLINE 1075377 TO-73371 AGRICOLD 4 IN 1 MACHINE - SUITS D-SIZE CYL 


NITROGEN LEAK TEST KIT, SUITS ТО-75570, TO-73371 


10:753378 AGRICOLD 4 או‎ 1 MACHINE, SUITS DISPOSABLE CYL 

TO-73379 INVERTER, 1500W PURE SINE WAVE, SUITS TO-73370, 
TO-73371 AGRICOLD 4 IN 1 MACHINE 

TO-73380 COVER, SUITS INVERTER FOR TO-73370, TO-73371 AGRI- 


COLD 4 IN 1 MACHINE 
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TO-75572 


4-ІМ-1 STATION, OKSYS, FAST 300, R134A, VACUUM- 
CHARGE-RECOVER-RECYCLE 


The TO-73372 station has been developed for the 
diagnosis and operation of air conditioning systems 
in passenger cars, vans, trucks, agricultural, road and 
construction machines. 


The control platform has a graphic LCD display and 
a built-in database of over 1,900 vehicles, trucks and 
agricultural vehicles. 


* Automatic oil injection 

* Optional dye injection 

* Optional printer 

* 12kg tank capacity 

* Vacuum pump at 70LPM 

* Vacuum: 0.2 Mbar / 20 Pa 

* Ready to use on hybrid and electric vehicles 

* A/C pressure test 

* Separation of refrigerant from oil contained in the 


system 
* User-friendly menu C3 Bluetooth 


TO-73373 


4-IN-1 STATION, OKSYS, FAST 320, R134A, VACUUM- 
CHARGE-RECOVER-RECYCLE 


With a big 18kg tank capacity апа IOOLPM vacuum 
pump, the Fast 320 means business. 


Integrated printer 
* Semi-automatic nitrogen leak check 


Status indicators 9 


* Graphic database 

* Automatic oil and dye injection s 
* Optional hermetic oil and dye bottles 2 
• A/C diagnostic and pressure test 

* Automatic oil injection 

* Automatic dye injection 

* Vacuum pump at IOOLPM 

* Optional A/C flushing kit 


* Optional, semi automatic nitrogen leak check 


C) Bluetooth’ 
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TOOLS & EQUIPMENT 


TO-73384 


4-IN-1 STATION, OKSYS, FAST 300, ECOS, R134A, 
VACUUM-CHARGE-RECOVER-RECYCLE 


The Ecos 500 couldn't be easier to use with its intuitive 
graphic icon display - an ideal complement to any 
workshop. 


The nitrogen leak test features an “over pressure” valve 
that helps to avoid damage when nitrogen pressures 
are too high at the inlet. 


The Ecos 5ОО includes a comprehensive vehicle 
database, semi automatic nitrogen leak check (option), 
and is ready to use on hybrid and electric vehicles. 


“ Choose between fully automatic or manual operating 
modes. 


“ Graphic LCD screen 128x64 pixel 
* 9kg tank capacity 

* Automatic oil injection 

* Vacuum pump at 70LPM 


* New distillation unit for faster and more efficient oil 
separation (made in Italy) 


* New larger evaporator for faster and more efficient 
car maintenance 


WWW 
W.W 
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* Ability to test for leakage with nitrogen (optional 


* New procedure for checking for leakage at the 
start of the installation: check of pressure sensors, 
electromagnetic valves and vacuum test 


* A/C pressure test . 
C) Bluetooth 


ВІ 1 th Seamless bluetooth connection to your smartphone, tablet or PC, 
ue 00 for quick and easy access to help you get the job done fast! 
Selected Oksys Stations can connect to a dedicated app called “Oksygen,” available on 


android devices. Simple to use, easily pair the unit to the app via bluetooth. Once paired, 
the app features useful information on the unit, like the current gas level and temperature. 


Whilst paired to the unit, the app will Check your unit status The app maintains a logbook 

show your current service setting. If quickly and easily, of every service, which can 

you start the service on the unit, the without having to be in also be shared via email either 
app will show the progress in real time. front of the machine. individually or as a whole. 


Recovered Gas 


реше! Gan озю 
Total 


Total Recovered Gas 0.6 kg 


* Send a unit report from the app via email * Update the vehicle database with the 


* Access youtube tutorials on Oksys latest releases 
machines * Update the unit with system updates 
* Add your own vehicle specs to your using the app 


database 
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TO-73338 / TO-73338-P 


ROBINAIR BABYKOOL FULLY AUTOMATIC 4-IN-1 STATION 


For years R-134a was cheap and plentiful. 

Today it’s a different story - refrigerant is much more 
expensive and not always available. The Robinair TO- 
73338 recovers up to 20% more refrigerant, which 
means it will cost less to recharge the system. The 
Robinair TO-73338 will recharge the vehicle to within 
14 grams of the charge capacity and you will avoid the 
dreaded ‘come back’. As the workshop owner you will 
increase your profit per service by recovering more and 
recharging less R134a. 


“ Automatic recovery & recycling 

* Automatic oil discharge 

* Vacuum phase programmable 

* Automatic AC system test 

* Automatic refrigerant charging 

* Automatic non condensable discharge 

* Programmable maintenance 

* Multi-language display AC systems integrated data- 
base (optional) 

* TO-73338-P includes printer 


TO-73341 


STATION, RECLAIM-RECYCLE-CHARGE R134A ROBINAIR 
34988NI 4 IN 1 FULLY AUTOMATIC, PRINTER 


The fully automatic function will recover, vacuum, leak 
test and charge on its own without the need to stand 
and monitor the machine. 


Robinair's patented automatic refrigerant refill feature 
maintains a user-selectable amount of refrigerant in the 
internal vessel and signals when it's time to change sup- 
ply tank, no monitoring required. 


The 34988NI will automatically add oil if necessary 
using load cells that measure the amount of oil re- 
moved from the system and automatically put the right 
amount of A/C lubricant back into the system. 
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* Two separate oil inject bottles, meaning two different 
types of oil can be stored and injected. 


* Large, easy to read 7" LCD graphic display 


* Printer 
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TO-73374 


4-IN-1 STATION, OKSYS, FAST 300, R1234YF, VACUUM- 
CHARGE-RECOVER-RECYCLE 


The TO-73374 station has been developed for the 
diagnosis and operation of air conditioning systems 
in passenger cars, vans, trucks, agricultural, road and 
construction machines. 


The control platform has a graphic LCD display and 
a built-in database of over 1,9OO vehicles, trucks and 
agricultural vehicles. 


* Automatic oil injection 

* Optional dye injection 

* Optional printer 

* 9kg tank capacity 

* Vacuum pump at 70LPM 

* Vacuum: 0.2 Mbar / 20 Pa 

* Ready to use on hybrid and electric vehicles 

Д/С pressure test 

* Separation of refrigerant from oil contained in the 
system 

* User-friendly menu Bluetooth 


TO-73383 


4-ІМ-1 STATION, OKSYS, FAST 320, R1234YF, VACUUM- 
CHARGE-RECOVER-RECYCLE 


With a 12kg tank capacity and TOOLPM vacuum pump, 
the Fast 520 means business. 


* Integrated printer 

* Semi-automatic nitrogen leak check 
* Status indicators 

* Graphic database 

* Automatic oil and dye injection 

* Optional hermetic oil and dye bottles 
* A/C diagnostic and pressure test 

* Automatic oil injection 

* Automatic dye injection 

* Vacuum pump at IOOLPM 

* Optional A/C flushing kit 


* Optional, semi automatic nitrogen leak check 


Bluetooth 
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TO-73352 
R1234yf 


STATION, RECLAIM-RECYCLE-CHARGE, R1234YF, 
ROBINAIR 4-IN-1 WITH PRINTER AC1234-3 


The TO-73352 is the new standard for service unit 
which perform maintenance of A/C systems with 
R1234yf refrigerant. This station offers all of the 
functions required for the professional maintenance of 
R-134a-based vehicle air conditioning systems and is 
R1234yf ready. 


This station will carry out automatic refrigerant 
recovery, recycling and filling and guarantee the quick, 
complete drying of the system. This station is also 
equipped with an integrated printer. 


* Safety guaranteed and certified for R1234yf use 


* Service hoses flushing, conforming to SAE J2843, 
allows the maintenance of А/С systems for hybrid or 
electric vehicles 


* Optional kit allows to flush the А/С system easily and 
automatically 


* Management and storage of the amount of 
refrigerant used 


TO-73350 
R1234yf 


ROBINAIR АС1234-7 FULLY AUTOMATIC 4-ІМ-1 STATION 


* Fully-automatic - no manually operated valves 

* Powerful compressor with a capacity of 500 g/min 

* Extra large dryer filer cartridge of 700cc 

* 21 languages 

* Visual and acoustic signals in case of error messages 
and upon completion 

* Integrated printer for detailed reports 

* Show results via USB, Bluetooth on PC (in 
preparation) 

* Deep Recovery Function - total recovery saves 

costs and protects the environment: The intelligent 

electronic control of refrigerant weight, pressure and 

temperature guarantees a minimum of refrigerant 

waste at the service process. 

9596 of the refrigerant is evacuated from vehicle and 

hoses 

* Double-stage vacuum pump with delivery volume of 

170LPM 

Integrated flushing program combined with optional 

flushing kit. 

* Automatic UV dye injection 
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ТО-73517 


R1234yf 


KONFORT 780R BI-GAS FULLY AUTOMATIC 4IN1 STATION 


The KONFORT 780R is the top of the range model. 


The 780R incorporates 2 separate tanks and 2 separate 
circuits for recovery, recycling and recharging. It 

can therefore function with both R134a and R1234yf 
refrigerants simutaneously. 


The machine carries out a flushing procedure 
automatically in order to clean out the system when 
changing from one refrigerant to the other. 


* Dual refrigerant management R134a & RI234yf 
* High visibility colour TFT display 

* DATABASE/SERVICE management via SD card 
* Rotating gauge display 

* 2x 120 tank 

* Load precision */- 15g 

* High efficiency refrigerant recovery (over 9596) 
* Dual stage vacuum pump 

* Hermetically sealed oil bottles 

* High precision automatic oil injection 

* Automatic bottle recognition 

* Automatic refrigerant precision check 

* Scale lock system 

* Automatic service management 

* Automatic service messages 


* Automatic non condensable management 


* Thermal printer 


TO-38520 


KIT, ANALYSER, KONFORT 700 SERIES, REFRIGERANT 
ANALYSER ADDITION 


Fitted to the Konfort 700 series, this analyser kit 
identifies the type of refrigerant and checks purity. 
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If the refrigerant is found to be unsuitable or 
contaminated, the station warns the operator and 
prevents recharging. 


Test results not influenced by surrounding environment, 
airborne hydrocarbon vapours and exhaust gases 
present in workshop environment. 
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ТО-73212 / ТО-73213 


ТО-73219 


Highgate 


/ ТО-73214 


ROBINAIR HAND CARRY R134A MANUAL CHARGING 
STATIONS 


TO-73212 - 71 LPM 
TO-73213 - 118 LPM 
TO-73214 - 170 LPM 


Diagnose, evacuate and charge an AC system without 
switching hoses, making service work faster and more 
convenient. Manifold has a built in sight glass and а 
complete set of 1.8m (72”) colour coded charging/ 
evacuating hoses and R134a service couplers. 

Heavy Duty Portable Trolley 

Exceptionally well balanced 

Digital Display Read Out 

2 stage vacuum pump (71, 118 or 170L/min) 

4 valve manifold set 

Service hoses and adaptors for R134a 

Highly accurate 100kg digital scale (accurate to 2gm) 


JAVAC TROLLEY MANUAL CHARGING STATION 


Highgate’s TO-73219 is an excellent entry level auto- 
motive charging station that packages some of the 
industry’s best refrigeration tools in a convenient 
package. 

JAVAC 2 stage vacuum pump (45L/min) 

4 valve manifold 

Service hoses and adaptors for R134a 

Highly accurate 100kg digital scale (accurate to 5gm) 
Custom RCS trolley with built in tool tray 

A platform to suit the TO-73235 Highgate XGTS Pro 
portable recovery machine (optional) 
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1969 Stations - Manual Recharge Stations - R134a & R1234yf 


00-75215 


REFCO HAND CARRY R134A MANUAL CHARGING STATION 


* Made in Switzerland 

Versatility - set up for R134a, but can easily be used 

with most refrigerants 

* Accurate Charging Scales - includes a big easy-to- 

read digital display read-out that can be removed and 

used as remote. Unlike any other on the market this 

unit enables easy and accurate charging of specified 

amounts into system with 2 gram increments 

Reliable Heavy Duty Weighing Platform - 50kg 

capacity. With its exceptionally well balanced load 

cell these accurate scales fit precisely on the unit for 

transporting and are contained in a carry case 

* High Vacuum Pump - Reliable Rotary Vane design 

- 2-stage/15 micron to handle the high hygroscopic 

characteristics of R134a oils 

Manifold Gauge Set - Pulse free gauges including 

temperature scale for R134a in °C and can easily be 

calibrated with external adjustment. Manifold has a built in 

sight glass and a complete set of 1.8m (72”) colour coded 

charging/evacuating hoses and R134a service couplers 

* Vacuum Gauge - assist you in easily identifying system 
leaks and monitoring vacuum pump performance 

“ Heavy Duty Portable Stand - protects your investment 
and is extremely well balanced for manoeuvrability 
and ease of operation. Total weight is only 12kg 


TO-73217 


STATION, CHARGING, R134A/R1234YF, REFCO HAND 
CARRY STATION, (GAUGES, SCALES, VACUUM PUMP) 


* The most technological advanced portable charging 
station on the market! 

* Fully digital gauge set and vacuum gauge, made with 
state-of-the-art Swiss precision technology. 

* This unit comes complete with a 65LPM vaccum 
pump and digital scales. 

* Fully Made in Switzerland 

* Versatility - set up for R134a, but can easily be used 
with most refrigerants 

* Accurate Charging Scales - includes a big easy-to- 
read digital display read-out that can be removed and 
used as remote. Unlike any other on the market this 
unit enables easy and accurate charging of specified 
amounts into system with 2 gram increments 

* High Capacity 65LPM Vacuum Pump - The most pre- 
cise and reliable unit on offer today 

* Manifold Gauge Set - ultimate digital charging station 
with latest technology 

* |n-built Vacuum Gauge - an exceptionally helpful vacu- 
um gauge to help you easily identify vacuum leaks 

* Heavy Duty Portable Stand - protects your investment 
and is extremely well balanced for manoeuvrability 
and ease of operation. Total weight is only 15kg 
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ТО-15404 


DYE BOTTLE, SUITS 
KONFORT ALL 7 SERIES 


TO-15409 


BOTTLE, DYE, INLET, 
SUITS 34988-1 4-ІМ-1 
ROBINAIR STATION 


TO-15440 


ROBINAIR AC-SERIES 
41N1 OIL INLET BOTTLE 


TO-49820 


ROBINAIR АС59ОР 4IN1 2.5MT BLUE 
CHARGING LINE 


Stations - Automatic Station Spares 


INJECTION BOTTLES 


TO-15405 


KONFORT 760R/780R 
ואו4‎ ВЕС. OIL BLADDER 


== 


— 


TO-15410 


ROBINAIR 349881 4IN1 
DYE INLET BOTTLE 


ב 


! 


нии 
1 


( 


ТО-15441 


ROBINAIR AC-SERIES 
ואו4‎ OIL INLET BOTTLE 


f 


— 


TO-15407 


DYE BOTTLE, SUITS 
KONFORT 4 IN 1 STATION 


TO-15411 


ROBINAIR 349881 4131 
OIL INLET BOTTLE 


TO-15442 


ROBINAIR AC-SERIES 
ואו4‎ OIL OUTLET BOTTLE 


CHARGING LINES 


TO-49822 


ROBINAIR AC590P 4IN1 2.5MT RED 
CHARGING LINE 


> 
JU 


ROBINAIR 34988-1 4IN1 2.4M 
CHARGING LINE EXTENSION KIT 
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Highgate 


TO-15408 


BOTTLE, OIL, OUTLET, 
SUITS 347881 4-ІМ-1 
ROBINAIR STATION 


TO-15412 


ROBINAIR 349881 ואו4‎ 
ОШ OUTLET BOTTLE 
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ТО-49875 


SINCE 


1969 


TO-61425 


PRINTER, TO SUIT 
BABYKOOL 4 ואו‎ 
STATION NISU 


WWW.HIGHGATEAIR.COM AU 


TO-28396 


4 ` 
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ROBINAIR AC490/AC650 
RECYCLING FILTER 


TO-28403 


FILTER DRIER, RECYCLING UNIT, 
SUITS KONFORT 700R SERIES 


Stations - Automatic Station Spares 


PRINTERS & ROLLS 


TO-61450 TO-61470 TO-61744 


PRINTER, SUITS KONFORT KONFORT 700 SERIES ROBINAIR 4IN1 PRINTER 


(ALL) 4 IN 1 STATION 4IN1 PRINTER ROLL ROLL 
- = 
RECYCLING FILTERS 
TO-28398 TO-28400 


ROBINAIR BABYKOOL RECYCLING 
FILTER 


ROBINAIR 34788, 349881 
RECYCLING FILTER 


2403160804 


TO-28410 TO-28420 


FILTER DRIER, FG303, SUIT 
ALLUMLOU COOL ME 1500 
MACHINE 


ROBINAIR 12134, 34400 R-34430 
RECYCLING FILTER 
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Refco 9 


TOOLS 8 EQUIPMENT 


LOOKING FOR QUALITY? 
LOOK FOR REFCO. 


Designed to keep you going 
in the toughest conditions. 


Highgate 
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Manifold Sets & Gauges - Analog - Р134а 8 R404a 
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TO-51080 


TO-51082 


REFCO 2-WAY ANALOGUE MANIFOLD GAUGE SET 


Suits both R134a апа R404a refrigerant 
2-way 

Includes Couplers 

72”(1850тт) Lines 


Swiss made 


Bourdon Gauges =e 


REFCO 4-WAY ANALOGUE MANIFOLD GAUGE SET, FRONT 


TO-51085 


WHEEL, WITH BOURDON GAUGES 


Safety pressure relief in case of pressure build up in 
gauge due to defect. 


4-way 
Bourdon Gauges 
Includes Couplers 


72”(185Отгп) Lines 


Swiss made שי‎ 
High precision Р т” 


ВЕРСО 4-УУАҮ ANALOGUE MANIFOLD SET 


Suits both R134a and R404a refrigerant 
4-way 

Includes Couplers 

72"(1850mm) Lines 


Swiss made 


Bellow Gauges =e 


Manifold Sets & Саиде$ - Analog - R134a & R404a 


Highgate 


TO-51095 


REFCO 4-WAY ANALOGUE MANIFOLD GAUGE SET, WITH 
OIL-FILLED GAUGES 


* Suits both R134a and R404a refrigerant 
* 4-way 

“ Includes Couplers 

. 72"(1850mm) Lines 


* Swiss made 


* Oiled-Filled Gauges P 
“ „<> 


G 


TO-51020 


CPS 2-WAY ANALOGUE MANIFOLD GAUGE SET, SIDE 
WHEEL,, MULTI-REFRIGERANT 


* Suits multi-refrigerant 
* 2-мау 

* Includes FEM Couplers 
* 72"(1850mm) Lines 


TO-51041 


CPS 4-WAY ANALOGUE MANIFOLD GAUGE SET 
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* Suits both R134a and R404a refrigerant 
* 4-way 

“ Includes Couplers 
* 72"(1850mm) Lines 
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Manifold Sets & Gauges - Analog - R1234yf & 3 


ТО-51580 
R1234yf 


4 REFCO 2-WAY MANIFOLD GAUGE SET, R1234YF & R134A, 


INCLUDES CARRY CASE 


. Suits both R134a апа R1234yf refrigerant 


* 2-way 
gu 
* R134a & RI234yf Couplers s 
* 72"(1850mm) Lines b “2 
ме” 
* Sturdy cary case ” 2 
* Swiss made / = | 
с. 


ТО-51084 
R1234yf 


P 


REFCO 4-WAY MANIFOLD GAUGE SET & VACUUM GAUGE, 
R1234YF & R134A, INCLUDES CARRY CASE 


Suits both R134a and R1234yf refrigerant 


* 4-way 
* VACUUM GAUGE = 
* R134a & R1234yf Couplers = є 
+ 72”(1830mm) Lines i hoa А 
* Sturdy cary case y ג'‎ 
* Swiss made ( = 

25 


ТО-51087 
Ю1234уЕ 


REFCO 4-WAY MANIFOLD GAUGE SET, R1234YF & R134A, 
INCLUDES CARRY СА5Е 


* Suits both R134a and R1234yf refrigerant 


° 4-way 
* R134a & R1234yf Couplers => 
* 72”(1830тт) Lines р "є 
-— 
* Sturdy cary case See? 
i WA 

* Swiss made 

ci 

| 2 
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Manifold Sets & Gauges - Analog - R1234yf, R410a 8 R32 


Highgate 


TO-51070 


R1234yf 
% 


CPS 2-WAY ANALOGUE MANIFOLD SET, R1234YF, SIDE 
WHEEL 


* Suits R1234yf refrigerant 
* 2-way 

* R134a & RI234yf Couplers 
* 72"(1850mm) Lines 


TO-51148 


=== a CPS BLACKMAX 2-WAY ANALOGUE MANIFOLD GAUGE 
^ : SET, SIDE WHEEL, R410A 


* Suits R410a refrigerant 
* 2-way 


* 72"(1850mm) Lines 


TO-51550 


CPS 4-WAY ANALOGUE MANIFOLD SET, R410A 


* Suits R410a refrigerant 
* 2-way 

* 72"(1850mm) Lines 

* Liquid Filled Gauges 


TO-51046 
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СР5 WORKINGMAN SERIES 2-WAY MANIFOLD GAUGE 
SET, R410A AND R32 


* Suits R410a and R32 refrigerant 
* 2-way 


* 72"(1850mm) Lines 
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Manifold Sets & Gauges - Digital 


TO-51200 
R1234yf 


REFCO 2 WAY DIGITAL MANIFOLD SET 


* |ncludes Charge Lines, Couplers and Thermocouple 
Thermometer Probe 
* 72"(1850mm) Lines 


* Suitable for Multi Refrigerants including R1234yf 
(R1234yf couplers optional) 


TO-51201 
R1234yf 


REFCO 4 WAY DIGITAL MANIFOLD SET 


* Includes 72"(1850mm) Lines, Couplers, Thermocouple 
Probes, K-Type Clamp x 2 and a Vacuum sensor 
* Has an in-built vacuum gauge 


* Suitable for Multi Refrigerants including R1234yf 
(R1234yf couplers optional) 
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©, 
Manifold Sets & Саиде$ - Digital & Wireless 52 


TOOLS & EQUIPMENT 
Highgate 


TO-51047 


CPS 2-WAY DIGITAL WIRELESS MANIFOLD GAUGE SET 
WITH VAC AND THERMISTOR SENSORS 


ВЕАСКМАХ® wireless digital manifolds combine 
industry-leading accuracy with a rugged nylon water- 
resistant housing, durable elastomeric keypad and large 
backlighted LCD display. For use with or without CPS 
Link™ app— can work as a standalone device. 


* Pressure: 1% of reading pressure 

* Temperature: superior thermistor sensors for */- О.2°С 
(+/- 0.4°F) accuracy 

* Vacuum: direct system attachment achieves */- 10 
microns from O to 25,000 microns 

* Precision machined anodized aluminum manifold body 

* Proprietary Vortech® valve system certified to 10 microns 

* Preloaded with over 100 refrigerants 

* Compatible with R744 subcritical CO2 refrigerants 

* Vacuum hold and pressure hold test functions 

* Water-resistant, high-strength, glass-filled nylon housing 

* Advanced sight glass design 


TO-51049 


CPS 4-WAY DIGITAL WIRELESS MANIFOLD GAUGE SET 
WITH VAC AND THERMISTOR SENSORS 


BlackMax? Digital Wireless Manifolds can be used as 
conventional manifolds or connect wirelessly with any 
iOS or Android mobile device using the Manifold Link™ 
app. 


* Perform/monitor system measurements-in real time 

* Perform select manifold functions without the need to 
physically touch the manifold 

* Perform multiple system tests 

* Supports 105 of the most common refrigerants 

* APP updates for new refrigerants 

* Change manifold units; (Pressure, Temperature, 
Vacuum) 

* Water-resistant, high-strength, glass-filled nylon housing 

* Precision machined anodized aluminum manifold body 

* Proprietary Vortech® valve systems (certified to 0 
microns) 


TO-60410 


CPS MOULDED PLASTIC CARRY CASE FOR MANIFOLD 
GAUGE SET 


* Keep your CPS manifold gauge set safe 
* Rugged hard plastic casing 
* Easy to carry 
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Manifold Sets & Gauges - Manifold Gauges 


TO-31776 


WIRELESS PRESSURE AND 
TEMPERATURE GAUGE, CPS 


DIGITAL & WIRELESS 


TO-31848 


ROBINAIR HIGH SIDE DIGITAL 0-800 
PSI, 17 REF. W/ BUILT-IN PRESSURE/ 
TEMP. CHART 


TO-31783 


REFCO LOWSIDE BOURDON 
MANIFOLD GAUGE - KPA/PSI 


cusa ia 140 SSRS |} 
20 уга) | 


. 72 А 
% a (5% inHg si S 
СУФ [3 
ж” kPa #„% 


б» 


ТО-31835 


REFCO HIGHSIDE BELLOWS 
MANIFOLD GAUGE - KPA/PSI 


ТО-31833 


REFCO HIGHSIDE BOURDON 
MANIFOLD GAUGE - KPA/PSI 


TO-31849 


GAUGE, LOW SIDE, MULTI- 
REFRIGERANT, DIGITAL GAUGE, 
ROBINAIR 


< 


wW с>; 
ЕЈ 


ТО-31785 


REFCO LOWSIDE BELLOWS 
MANIFOLD GAUGE - KPA/PSI 


ANALOG - R134A & R404A 


TO-31788 


REFCO LOWSIDE LIQUID FILLED 
MANIFOLD GAUGE - KPA/PSI 
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TO-31838 


REFCO HIGHSIDE LIQUID FILLED 
MANIFOLD GAUGE - KPA/PSI 


Manifold Sets & Gauges - Manifold Gauges, Vacuum Gauges 


Highgate 


ANALOG - R134A 8 R1234YF 


TO-31784 TO-31836 
GAUGE, REFCO, LOW PRESSURE, BOURDON GAUGE, GAUGE, REFCO, HIGH PRESSURE, BOURDON GAUGE, 
PLASTIC CASE, BLUE, R1234YF DIAL KPA/PSI PLASTIC CASE, RED, R1234YF DIAL KPA/PSI 


R1234yf шы. R1234yf 


VACUUM GAUGES - GAUGE PROTECTORS 


TO-31780 TO-31781 TO-31782 
MANIFOLD GAUGE PROTECTOR RUBBER, CPS GAUGE BOOT, BLUE RUBBER, CPS GAUGE BOOT, RED 
BOOT SET - SET OF 2 SUCTION DISCHARGE 


o» о ₪ 


VACUUM GAUGES - ANALOG, DIGITAL 


TO-31888 TO-31892 TO-31898 TO-31774 


REFCO VACUUM GAUGE, 
80MM, W/ SAFETY VALVE 
- 1000-0 MBAR 


REFCO DIGITAL VACUUM ROBINAIR DIGITAL WIRELESS VACUUM 
GAUGE VACUUM GAUGE GAUGE, CPS 
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* Complete with o їл, Иш, Tar . Microns, mBar, Torr, . Atmospheric to O 
replaceable safety mTorr Dsi indi mmHg, inHg, Pascals micron pressure 
relief device if positive АБЫ” 9, * Protected to 30 Bar, range 

ag Pascals : А ! 
pressure 15 introduced НЕН impact апа water * Compatible with all 
into gauge 9 resisant refrigerant gases 
P he E 
>: 
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Manifold Sets & Gauges - Spares 


CHARGING LINES 


PART N° MANUFACTURER LENGTH FITTINGS COLOUR DESCRIPTIONS 
TO-40204 300mm /4” - 1/4” YELLOW WITH BALL VALVE 
TO-40212 300 mm /4” - 1/4” BLUE STANDARD 
TO-40312 300mm /4” - 1/4” RED STANDARD 
TO-49700 СР5 900 mm 5/8” - 5/8” BLACK VACUUM HOSE 
TO-40972B CPS 914 mm /4” - 1/4” BLUE STANDARD 
TO-40972R СР5 914 тт /4” - 1/4” RED STANDARD 
TO-40972Y CPS 914 mm /4” - 1/4” YELLOW WITH BALL VALVE 
TO-49236Y REFCO 915 mm ACME - 1/4” YELLOW STANDARD 
TO-49362B CPS 914 mm ACME - 14mm Male BLUE STANDARD 
TO-49362R СР5 914 тт ACME - 14mm Male RED STANDARD 
TO-49362Y СР5 914 тт АСМЕ - АСМЕ YELLOW WITH BALL VALVE 
TO-49705 CPS 800 mm 3/8” - 3/8” BLACK VACUUM HOSE 
TO-41472 REFCO 850 mm 1⁄4” - 1⁄4” BLUE WITH BALL VALVE 
TO-41772 REFCO 850 mm 1⁄4” - 1⁄4” RED WITH BALL VALVE 
TO-41972 REFCO 850 mm 1⁄4” - 1⁄4” YELLOW WITH BALL VALVE 
TO-41980-S REFCO 850тт 1/4” -1/4” Ее SET ОҒ 5 НО5Е5 
ТО-42472 REFCO 830 mm 1/4” - 1/4” BLUE STANDARD 
TO-42772 REFCO 830 mm 1/4” - 1/4” RED STANDARD 
TO-42972 REFCO 830 mm 1/4” - 1/4” YELLOW STANDARD 
TO-49272B CPS 830 mm ACME - 14mm Male BLUE STANDARD 
TO-49272R CPS 830 тт ACME - 14mm Male RED STANDARD 
TO-49272Y CPS 1830 mm ACME - ACME YELLOW WITH BALL VALVE 
TO-49372B ROBINAIR 1830 mm ACME - ACME BLUE STANDARD 
TO-49372R ROBINAIR 1830 mm ACME - ACME RED STANDARD 
TO-49372Y REFCO 1830 mm ACME - ACME YELLOW STANDARD 
TO-47120 REFCO 3050 тт 1/4” - 1/4” BLUE STANDARD 
TO-48120 REFCO 3050 mm 1/4” - 1/4” RED STANDARD 
TO-49120 REFCO 3050 mm 1/4” - 1/4” YELLOW STANDARD 
ТО-49420В REFCO 3050 mm ACME - ACME BLUE STANDARD 
TO-49420R REFCO 3050 mm ACME - ACME RED STANDARD 
TO-49420Y REFCO 3050 mm ACME - ACME YELLOW STANDARD 
TO-49440B GPS 3000mm ACME - 14mm Male BLUE STANDARD 
TO-49440R GPS 3000mm ACME - 14mm Male RED STANDARD 
TO-49440Y CPS 3000mm ACME - ACME YELLOW WITH BALL VALVE 
TO-49442Y СР5 3050mm ACME - ACME YELLOW STANDARD 
TO-49605B СР5 6000 тт 1/4” -1/4” BLUE STANDARD 
TO-49605R CPS 6000 mm 14" - 1/4” RED STANDARD 
TO-49605Y GPS 6000 mm 1/4” - 1/4” YELLOW WITH BALL VALVE 
TO-49600B CPS 6000 mm ACME - 14mm Male BLUE STANDARD 
TO-49600R CPS 6000 mm ACME - 14mm Male RED STANDARD 
TO-49600Y CPS 6000 mm ACME - ACME YELLOW WITH BALL VALVE 
TO-49900 CPS 1270 mm 1/2” 2ООМЕ - 1/2” 20UNF BLUE R410a SPEC 
TO-49901 CPS 1270 mm 1/2” 2ООМЕ - 1/2” 20UNF RED R410a SPEC 
TO-49903 CPS - BLACKMAXX 1400 mm 1/2” 20UNF - 1/2” 2OUNF BLACK R410a SPEC 
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TO-31100 


ROBINAIR 1/4” CHARGING LINE 
FITTING GASKET PACK OF 10 


TO-70467 


CPS 4-WAY MANIFOLD VALVE 


REPAIR KIT 
6 8 1 
тї 

1 4 $ 4 
eee 9 
TO-34004 


CPS MANIFOLD VALVE KNOBS SET 
OF 2 


TO-60532 


PISTON, MANIFOLD VALVE, REFCO 
VALVE STEM 1/2 


Manifold Sets & Gauges - Spares 


Highgate 


CHARGING LINE GASKETS 


TO-31120 TO-31161 
REFCO 1/4” CHARGING LINE CPS ACME CHARGING LINE FITTING 
FITTING GASKET PACK OF 10 GASKET PACK OF 10 
MANIFOLD SPARES 
TO-70468 ТО-70469 
CPS 2-WAY MANIFOLD VALVE CPS 4-WAY MANIFOLD VALVE 
REPAIR KIT REPAIR KIT 


ee ТТ! 6 


TO-73503 TO-73501 


CPS VORTECH MANIFOLD VALVE 


STEM REFCO MANIFOLD VALVE STEM 


TO-70940 TO-34010 
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ВЕРСО MANIFOLD VALVE КМОВ5 


REFCO MANIFOLD SIGHT GLASS SET OF 4 
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Manifold Sets & Gauges - Spares 


ACCESS COUPLERS - R134A, R1234YF 


TO-14130 TO-14140 TO-14134 


R134A DISCHARGE, M14 FEM R134A SUCTION, M14 FEM R134A DISCHARGE, 1/4”MF 


ТО-14236 ТО-14155 ТО-14145 
" R134A DISCHARGE COUPLER, M14 R134A SUCTION COUPLER, M14 FEM 
а: FEM WITH SWIVEL WITH SWIVEL 
A a % x Í 
N pe — c 74 | 
ТО-14150 ТО-14594 ТО-14440 


ADAPTOR, ACCESS, R134A, 
DISCHARGE HAND VALVE, LONG 
REACH HIGH SIDE, 134A 14MM FEM. 


COUPLER, SUCTION R134A 1⁄4” MF, 
SUITS TO-36192 & TO-36193 


M14 FEM TO 1/4” MF ADAPTOR 


TO-55934 ТО-14850 ТО-14840 
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DISCHARGE COUPLER, M14 FEM & SUCTION COUPLER, M14 FEM & 
RISSA COULTER ОМО KIT 1/4”MF, R-1234YF 1/4”MF, R-1234YF 


R1234yf R1234yf 
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Зсае$ 


Highgate 


TO-69302 


ROBINAIR/TIF REMOTE READ-OUT 100KG SCALES 


3020A Electronic Scale 


The TO-69302 Slimline scale has offered industry lead- 
ing accuracy, performance, and price for years. 


* 100kg capacity 

* Large touch key controls 

* Accuracy +/- 596 

* Accurate - weighing in 4 gram increments 

* Three display modes - Lbs./oz, Decimal Lbs.,Kg 
* Removable platform and display 

* 6ft coil cord 


TO-69120 


SCALES, REFRIGERANT WEIGHING, WIRELESS, CPS 108KG 
10-INCH, COMPUTE-A-CHARGE 


* Small size scale with 108kg maximum load 

* Weigh, charge and recover refrigerants with 
convenient Scale Link™ app and Android or iOS 
mobile device - bluetooth connection 

* Weight Resolution: +0.25 02 (5 а) 

* Battery operated (4 AA included) 

* Indoor/outdoor use 

* Durable cast aluminum base and platform 

* Insulated rubber platform mat 

* LED On/connectivity indicator 

* Electronic and mechanical overload protected to 
withstand 150% of capacity 

* Non-skid rubber feet 


TO-69122 


SCALES, REFRIGERANT WEIGHING, PROGRAMMABLE 
WIRELESS, CPS 108KG 10-INCH, COMPUTE-A-CHARGE 


The latest, most advanced technology for unparalleled 
accuracy, precision and reliability. 
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* Small size scale with 108kg maximum load 

* Weigh, charge + recover refrigerants with convenient 
Scale Link™ арр and Android or iOS mobile device 

* Weight Resolution: +0.25 oz (5 g) 

* Battery operated (4 AA included) 

* Indoor/outdoor use 

* Durable cast aluminum base and platform 

* Insulated rubber platform mat 

* LED On/connectivity indicator 

* Electronic and mechanical overload protected to 
withstand 150% of capacity 

* Programmable solenoids 
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Vacuum Pumps 


R1234yf ROBINAIR VACUMASTER VACUUM PUMPS 


e 


PART N° DESCRIPTION 


TO-64135 35LPM 2-5ТАСЕ 8 


ТО-64171 7ILPM 3CFM 2-5ТАСЕ 83 


TO-64200 | ТІЗІРМ SCFM 2-STAGE R134a 


TO-64223 | 180LPM 6.5CFM 2-STAGE R134a 


TO-64235 | 184LPM 6.5CFM 2-STAGE R32, RI234yf 


TO-64240 | 212LPM 8CFM 2-STAGE 8 


* Two-stage Design - Cleans the system more thoroughly than 
a single-stage pump; the second stage starts pumping at a 
lower pressure so you can pull a deeper, ultimate vacuum. 

* Ergonomic carrying handle 


PART N° DESCRIPTION 


TO-64220 | ТІЗІРМ 2-STAGE R1234YF and R32 15706 R1254yf 


REFCO VACUUM PUMPS 


PART N° DESCRIPTION 


TO-63300 | 142LPM 2-STAGE R134a 


* Hard working, heavy duty pump designed for high 
performance. This pump will not let you down with its high 
142 LPM pumping capacity. It dramatically reduces evacuation 


time, helping you get that job done FAST! 


* Designed specifically for HVAC/R Service 


* Two stage rotary vane pump design 
R1234yf 
4 


* Very quiet operation 


Е 
₪ 
š 
5 
ü 
% 
4 
о 
о 


* High ритрта capacity reduces evacuation time 


Carrying handle stays cool to the touch 
* Both 1/4” апа 3/8” SAE flare inlet connections allow for 
flexibility of connections 


“ Manufactured to the highest quality & performance 


PART N° DESCRIPTION 


TO-63340 | 142LPM 2-STAGE R32 / R1234yf 
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REFCO VACUUM PUMPS 


“ Compact, practical, long lifetime 

* Large, easily accessible oil fill port to prevent spillage when filling 

“ Two-stage rotary vane pump іп state of the art design 

* Internal oil pump w/ unique device to prevent any oil back suction 
* Built-in on/off switch - prevent breakage / accidental shut off 
* Gas ballast valve feature to help keep the oil clean 

* Special designed oil exhaust filter to reduce oil mist 


Vacuum Pumps 


Highgate 


PART N? DESCRIPTION 
TO-62260 | REFCO VACUUM PUMP - 35LPM 2-STAGE R134a 
TO-62265 REFCO VACUUM PUMP - 65LPM 2-5ТАСЕ R134a 


R1234yf JAVAC BULLDOG VACUUM PUMP 


* Spark proof design 

* Two stage oil sealed vacuum pump 

* |solation solenoid valve 

* Ultimate vacuum of 1.5 micron & free air displacement 160 L/min 
* Dual-oil demister to prevent mist & smoke 

* Fitted with a tri-connector suitable for 1/4" SAE, 3/8” SAE & 
1/2” ACME 

Multi voltage units are available on request 


PART N? DESCRIPTION 


TO-62210 


JAVAC BULLDOG 2-5ТАСЕ 156LPM R1234yf 


JAVAC VECTOR VACUUM PUMPS 


The Javac Vector? Series has raised the benchmark for vacuum 
engineering. Vector's no-compromise, no-nonsense design 

is sleek. Its compatible with a vast range of systems and 
conditions and will stand up to your arduous use for years to 
come. This vac pump is built in Australia by Javac. 


PART N? DESCRIPTION 

ТО-62200 | 2-STAGE 100LPM R134a 
TO-62202 | 2-5ТАСЕ 150LPM R134a 
ТО-62204 | 2-STAGE 500] וק‎ 8 


CPS VACUUM PUMPS 
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CPS Pro-Set vacuum pumps achieve incredibly deep vacuum 
performance ratings that are unmatched in the industry and 
have a product line breadth and depth to suit just about any 
HVAC/R job or fit any job site requirement you might have! 


PART N° DESCRIPTION 

TO-62045 | CPS VACUUM PUMPS - 45LPM 2-STAGE R134a 
TO-62075 | CPS VACUUM PUMPS - 96LPM 2-STAGE R134a 
TO-62144 CPS VACUUM PUMPS - 144 LPM 2-STAGE R32, RI234yf 
TO-62148 CPS VACUUM PUMPS - 148 LPM 2-STAGE R134a 
TO-62160 PUMP, VACUUM, CPS 288LPM 12СЕМ 2-STAGE R12/R134a 
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Vacuum Pumps, Vacuum Pump Spares 


CPS CORDLESS VACUUM PUMP 


* 18V 6.0Ah rechargeable Li-on battery” 
“ Up to 1 hour running time 

* Rated vacuum of 100 microns 

* Easy accessible oil drain port 

“ 1/4” SAE & 5/16” SAE outlet fittings 

* 1/5HP 3000rpm motor 

Integrated solenoid valve 

“ Oil mist free exhaust port 


ULTRA PORTABLE & 
CORDLESS 


*Battery sold separately. 


PARTN* | DESCRIPTION 
PUMP, VACUUM, CPS CORDLESS, 18V 
TO-62040 САН, 45LPM R134A 
CHARGER, BATTERY, CPS 18V, QUICK 
TO-79920 | CHARGER SUITS VACUUM PUMP 
SPARES - РЕЕСО 
TO-70962 TO-70963 TO-70964 
REFCO SIGHT GLASS, WITH REFCO SIGHT GLASS, WITH 
БЕР SERN GLASS, ЭШЛӘ RFA GASKET, SUITS RL-2, ТО-62260 GASKET, SUITS RL-4, TO-62265 


TO-70965 TO-79830 TO-79840 
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BALLAST VALVE, REFCO, SUITS RL 
SERIES VACUUM PUMPS (RL2/RL4/ 
RL8) 


REFCO SIGHT GLASS, WITH 
GASKET, SUITS RL-8, TO-62297 


CAPACITOR, SUITS REFCO VACUUM 
PUMPS 


ae’ 


LL 
Made in Maly 


pall. 


21 РО 50 н: 


каф Vac С 
15857 
b SRAM 
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Vacuum Pump Spares 


Highgate 


SPARES - ROBINAIR 


TO-15120 TO-15127 TO-18240 


ROBINAIR BASE, SUITS 15405, 
15024, 15044, 15601.15605 


CAP KIT, W CHAIN, BRASS, VACUUM 
PUMP 


о 6 а; 


ROBINAIR BASE, SUITS 15113, 15117 


TO-18245 TO-18247 TO-18248 


CAP, ROBINAIR VACUUM PUMP, RED EXHAUST, ROBINAIR 15801 , 


анама ы ee OIL FILLER САР VACUUM PUMP EXHAUST CAP 


TO-33805 TO-33808 TO-33812 
ROBINAIR HANDLE, SUITS 15024, ROBINAIR HANDLE, SUITS 
15044, 15405, 15601, 15605, INC VACUMASTER 15701, 15501, 15301, ROBINAIR HANDLE, SUITS 15296 
SWITCH/CORD 15151, INC SWITCH 
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Recovery % Manual Recycling - Recovery Units 


TOOLS & EQUIPMENT 


TO-73235 


TO-73236 


TO-73238 


JAVAC GTS, R134A RECOVERY UNIT 


Suitable for multiple refrigerants including R12 and 
R134a, with a durable construction 

Operation is simple as controls are kept to a minimum 
and are clearly marked. 

Fast liquid and vapour recovery, made possible by 
the large compressor, high capacity fan and twin pass 
condenser 

Maintenance free oil-less compressor - по risk of 
cross contamination between refrigerants 

In-built oil separator, strips oil from the incoming 
refrigerant - providing extra protection for the 
compressor and allowing the technician to be 
accurate in system oil replenishment, before 
regassing 

Calibrated oil bottle - used in conjunction with the 
Separator and features a ‘push on’ connection 


JAVAC XGTS R1234YF RECOVERY UNIT 


Suitable for R32, R1I234yf and other flammable 
refrigerants 

New Spark Proof design with sealed internal start 
components 

H:150mm x L:500mm х W: 230mm - 16.2kg 
In-built oil separator, strips oil from the incoming 
refrigerant - providing extra protection for the 
compressor and allowing the technician to be 
accurate in system oil replenishment, before 
regassing 

Calibrated oil bottle - used in conjunction with the 
Separator and features a ‘push on’ connection 
Maintenance free oil-less compressor - по risk of 
cross contamination between refrigerants 


STATION, RECOVERY, MULTI-REF(R410A COMPATIBLE), 


JAVAC HAND CARRY, HIGH PERFORMANCE 


Suitable for multiple refrigerants including R410a and 
R134a, with a durable construction 

Operation is simple as controls are kept to a mini- 
mum and are clearly marked. 

Fast liquid and vapour recovery, made possible by 
the large compressor, high capacity fan and twin pass 
condenser 

Maintenance free oil-less compressor - по risk of 
cross contamination between refrigerants 


Recovery & Manual Recycling - Recovery Units 


TOOLS & EQUIPMENT 


TO-73288 


REFCO ENVIRO, R134A RECOVERY UNIT 


Suitable for multiple refrigerants including R12 and 

R134a, with a very heavy duty construction 

“ Simple easy-to-use operation with a single knob 
operating all functions 

“ Maintenance free oil-less compressor with a large 
Single Piston 1/2HP capacity 

“ Compact and ergonomic design, with dimensions 

40x25x34cm and weight 15.8kg 


TO-73290 


REFCO ENVIRO DUO, R134A RECOVERY UNIT 


* Suitable for multiple refrigerants including R12 and 
R134a, with a very heavy duty construction 

* Simple easy-to-use operation with a single knob 
operating all functions 

* Maintenance free oil-less compressor with a huge 
Twin-Piston 1 HP capacity 

* Compact and ergonomic design, with dimensions 
40x25x34cm and weight 15.8kg 


TO-73295 


STATION, RECOVERY REFCO HAND CARRY, R1234YF OIL- 
LESS TWIN CYL. COMPRESSOR, 1HP, INC. OIL SEPARATOR 


This High performance, state of the art, one-knob 
operation recovery station allows for maximum 
recovery of all popular CFC, HCFC and HFC refrigerants 
including R410A. 


* Suitable for multiple refrigerants 

“ Oil-less compressor 

* Oil-filled gauges 

* Low pressure cut-out 

* Self-cleaning mode as well as a built in filter which is 
easy to clean and replace 

* Equipped with an 80% overfill-protection. 
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Recovery % Manual Recycling - Recovery Units 


ТО-73262 


ROBINAIR RG3000-A, R134A RECOVERY UNIT 


* Suitable for multiple refrigerants including R12 апа 
R134a, with a very heavy duty construction 

* Maintenance free oil-less compressor - no risk of 
cross contamination between refrigerants 

* Portable at H:241mm א‎ L:320mm x W: 165mm апа 
8.6kg 


OUO 


TO-73268 


ROBINAIR RG6000-A, R134A RECOVERY UNIT 


Suitable for multiple refrigerants including R12 and 

R134a, with a very heavy duty construction 

* Maintenance free oil-less compressor - no risk of 
cross contamination between refrigerants 

* Portable at Н:505тт א‎ L:430mm x W: 250mm апа 

14.5kg 


TO-73283 
R1234yf 


CPS R1234YF RECOVERY STATION 


Suitable for R32, R-1234yf and other flammable 
refrigerants 

New Spark Proof design with sealed internal start 
components 

Exceptionally fast liquid and vapour recovery, made 
possible by powerful 2/3HP motor 

Very compact and light, durable construction - Made 
in the USA 
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Recovery & Manual Recycling 


Highgate 


RECYCLING KITS 8 ACCESSORIES 


TO-38804 TO-38814 TO-38820 
RECYCLE KIT SUITS CPS RECOVERY RECYCLE KIT SUITS HIGHGATE MASTERCOOL RECOVERY UNIT 
UNIT K-GTS SERIES RECOVERY UNIT RECYCLE KIT 


TO-28350 ТО-28575 ТО-28582 


FILTER, RECYCLING UNIT, SUITS 
CPS AR500/TR21/TRA21, WITH 
MOISTURE SIGHT GLASS 


CPS AR500 RECYCLING FILTER JAVAC EVO SERIES RECYCLING KIT 
INLET / OUTLET: 1/4” MF FILTER 


RECOVERY & RECYCLE SPARES & ACCESSORIES 


TO-73300 TO-50500 TO-70470 


CPS HAND CARRY MOLECULAR 
TRANSFORMATOR UNIT MAX: 
500PSI - INLET/OUTLET: 1/4” 


JAVAC EVO SERIES RECOVERY UNIT JAVAC EVO SERIES RECOVERY UNIT 
MANIFOLD MANIFOLD SEAL KIT REPAIR 
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Recovery & Manual Recycling 


RECOVERY & RECYCLE SPARES & ACCESSORIES - CONTINUED 


ТО-31860 ТО-15400 ТО-38951 TO-73630 
JAVAC EVO-OS 
JAVAC RECOVERY UNIT RECOVERY UNIT OIL JAVAC RECOVERY SWITCH, POWER, RECLAIM 


HIGH SIDE GAUGE CATCHMENT BOTTLE UNIT POWER SOCKET UNIT JAVAC EVO-OS NISU 


r כ=‎ 


WWWIGHGATEAR.COMLAU 


TO-55840 TO-38950 


ROBINAIR MINIMAX-RA RECOVERY UNIT OIL SEPARATOR 240V POWER LEAD 


-@- à 


REFRIGERANT CYLINDERS & ACCESSORIES 


129.9. << 


TO-22012 ТО-22021 ТО-22044 ТО-54151 
12KG RECLAIM CYLINDER 22 KG RECLAIM 22KG CYLINDER - DUAL HEAT BLANKET, 
DUAL VALVE / SINGLE CYLINDER DUAL VALVE / VALVE / DUAL OUTLET CYLINDER HEATER, 240V, 
OUTLET SINGLE OUTLET WITH AIR PURGE MASTERCOOL NISU 
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VGERANT c ONLY. MUST NOT BEU 


E R 1 34: 


RECLAIM CYEINGL 
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Loktracer (% 


TOOLS 8 EQUIPMENT 
Highgate 


° No cross sensitivities to other gases because hydrogen molecules are very  ; 
small, the unit detects the smallest of leaks 

* Easily check an evaporator for leaks from within the passenger 
compartment of the car 

* Because of the acute accuracy of the trace gas, you save time on every job 

° Light weight portable hand held unit 


әшюбчбің 


Тһе ТО-25490 Loktracer Hydrogen Leak Detector from Highgate is а revolutionary 

new method of leak detection. This new system incorporates a readily available 

trace gas of 5% hydrogen for pinpointing leaks which would normally be % 
difficult to find using traditional methods of leak detection. 


Generally the best hand held leak detectors today only sense leaks of about 

1/1Oth of an oz/yr loss, this new system has an accuracy of approximately 1/100th “ы 

of an oz/yr leak rate. One of the greatest advantages of this new method is the leak .א‎ 
detector reacts solely to Нуагодеп апа is not triggered ру other gases іп the shop so 

nuisance alarms are almost non-existent. 


The Trace gas kit is easy to use and portable enough for any job; simply pressurize the empty AC system with 
trace gas and perform leak detection with the TLD5OO as normal, when the job is finished the system may ре 
safely vented to atmosphere and vacuum / charge as usual. 


The unit comes as a stand alone leak detector or packaged with RF-10330 cylinder, gas regulator, TO-66340 
manifold and hoses ready for automotive use. 


Leak Detection - Electronic Refrigerant Leak Detectors 


TO-25290 ТО-25295 
R1234yf R1234yf 


DETECTOR, LEAK, 
REFRIGERANT, R134A, 
HFO1234YF, R32 CPS LS1 


CPS LS2 R1234YF & 
R134A LEAK DETECTOR 


* Microprocessor 
controlled sensor 
improves sensitivity 
and reduces false 
alarms 

* Replaceable ЕМО52 
sensor, sensor filter 
and sensor tip 

* Optimal leak-finding 
performance under 
a broad range of 
conditions 

* Ergonomic, high- 
impact housing with 
high output alarm 
speaker 

* Software managed 
sensor rejuvenation 
at startup ensures 
highest sensitivity 

* Designed апа 
manufactured іп 
U.S.A. with U.S. апа 
globally sourced 
components 


* Dynamic signal 
analysis and 
automatic 
sensitivity control, 
enables the Leak- 
беекег” ІІ to make 
quick work of any 
leak 

* New E_MOS° 
sensor technology 
incorporates a 
proprietary pulse 
modulation design 
to increase both 
battery and sensor 
life 

* Quality unit - 
suitable for R1234yf, 
R134a, R410a! 


TO-25376 TO-25385 
R1234yf 


@ 


Y REFCO LEAK DETECTOR ROBINAIR XL-1A, R134A 
R1234YF & В134А LEAK DETECTOR 


* Top-quality leak 
detector for 38 
and the new 
R1234yf - 1.59/yr 
sensitivity for R134a 
and 0.9g/yr for 
R1234yf 

* Has an array of 5 x 
UV and 5 x White 
LED lights to detect 
leaks of dye as well 
as refrigerant - two 
tools in one! 

* Extremely accurate 
- utilises heated 
electrolyte sensor 
technology that 
sets new standards 
- the sensor has a 
life cycle of approx. 
10 years! 

* Large LCD display 
along with 5 
sensitivity levels 


* Тат per year 
sensitivity 

* 1 sensitivity level 

* 40 hour battery life 

* Complete with 
moulded carry case 

* Detecs all 
halogenated 
refrigerants 

* Variable frequency 
audible alarm 
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Leak Detection - Electronic Refrigerant Leak Detectors 


Highgate 


TO-25388 TO-25445 
R1234yf 
ROBINAIR INFRARED 
CFC, HFC, HCFC 
& R1234YF LEAK 
DETECTOR 


ROBINAIR ХР-1А R134A 
LEAK DETECTOR 9 


* Less than 5 grams 


per year ultimate * Latest infrared 


leak sensitivity technology 
* Tri-color, six with unmatched 
segment visual accuracy 


* Advanced infrared 
sensor designed to 
last a minimum of 
10 years 
5 sensitivity levels 
down to 4gm per 
year 
* Automatically 
recalibrates 
in highly 


leak size indicator 
displays 18 alarm 
levels 

* True mechanical 
pump provides 
positive airflow 
through sensing tip 

* One- touch reset 
allows user to "hone 
in on" the leak 


ТШШ | 


Infrared 
Refriger 


* Microprocessor Leak Detector contaminated areas 


controlled circuit 
with ZZ Advanced 
Digital Signal 
Processing 

* Seven levels 
of sensitivity 
adjustment provide 


to help pinpoint the 
ехасї location of 
the leak 

* Sensitive only 
to refrigerants. 
Unaffected by the 
presence of oil or 


an increase of up moisture 
to 64x 
RECYCLING KITS & ACCESSORIES 
TO-75364 TO-75368 TO-75385 
ROBINAIR/TIF TIF5550/5650/5750/ ROBINAIR/TIF TIFXL-1/RX-1/XP-1 
H1OA SENSING TIP PACK OF 3 SENSING TIP PACK OF 3 coctus rp ec ЕЯ qe 


TO-75387 TO-15195 TO-15198 
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ROBINAIR/TIF ZX1 BATTERY RED/ 


ROBINAIR/TIF ZX-1A SENSING TIP ROBINAIR/TIF ZX1 BATTERY BLUE BLACK 
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Leak Detection - Nitrogen Pressure Testing 


TO-66340 


NITROGEN REGULATOR 


* Comes with М” connection ready to fit to hose for 
pressure testing and flushing 

“ Inbuilt filter in inlet ports 

“ Top quality regulator 

* Made in Australia 

* Standard handle 


TO-66344 


NITROGEN REGULATOR WITH T-BAR HANDLE 


* T-Bar handle making for easier and accurate pressure 
setting for pressure testing to a specific pressure 

* Our biggest seller! 

* Inbuilt filter in inlet ports 

“ Twin stage regulator resulting is gas savings 

* Comes with М” connection ready to 

* fit to hose for pressure testing and flushing 


TO-73382 


NITROGEN LEAK TEST KIT, INCLUDES REGULATOR, 
COUPLER, HOSE AND BIG BLU 


* TO-66340 Nitrogen Regulator with standard handle 
апа М” connection ready to fit to hose for pressure 
testing and flushing 

* 1.8m charging hose 

* R134a low side coupler 

. 985 Big Blu leak detection solution 


TO-25235 


TO-66390 
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CPS NITROGEN REGULATOR LEAK TESTING KIT 


* Includes high quality single valve manifold with а 
O-2OOPSI gauge 

* 4.5m yellow hose 

* 1.8m red hose 

* High side coupler 
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Leak Detection - Nitrogen Pressure Testing 


Highgate 


NITROGEN PRESSURE TESTING SPARES 


ТО-66555 TO-31950 TO-31955 
REGULATOR CONVERTER, HIGH PRESSURE NITROGEN 
NITROGEN SUITS TO-66344 FOR REGULATOR GAUGE: 0-4500 KPA/ КОМ ЕНРБ-ИЗЕНИЕОӘЕНВ 


ТҮРЕ 50 CYLINDER PSI REGULATOR GAUGE: О-7ОО KPA/PSI 


TO-25238 / TO-25239 


BIG BLU LEAK DETECTION SOLUTION 985ML 
ALSO AVAILABLE IN 4L (TO-25239) 


* This is the ultimate problem solver! 

* Works well with a nitrogen pressure test 

* Spray on your suspect leak area , and watch the blue 
bubbles form, so you can find and fix! 

* A must have for ever professional workshop 

* Available as 958ml spray bottle or 4 litre refill 
container 


тес; 
To-25238 
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Leak Detection - Specialist Leak Detection 
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TO-25490 


LOKTRACER HYDROGEN 


GAS TRACER AND LEAK 


DETECTOR 


No cross 
sensitivities to other 
gases 

Because Hydrogen 
molecules are very 
small, the unit 
detects the smallest 
of leaks 

Easily check an 
evaporator for 
leaks from within 
the passenger 
compartment of 
the car 

Because of the 
Acute accuracy of 
the trace gas, you 
save time on every 
job 

Light weight 
portable hand held 
unit 


КЕ-10522 RF-10330 
GAS, TRACER GAS, GAS, TRACER GAS, D 
DISPOSABLE CYLINDER SIZE CYLINDER 1.5M3, 
0.22M3, HI-TRACE HI-TRACE 


TO-66341 


REGULATOR, 
NITROGEN, 
SUITS 
DISPOSABLE 
CYLINDERS 


TO-25490-DKIT 


of sight! 


of sight! 
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DETECTOR, LEAK, LOKTRACE HYDROGEN TRACER STARTER KIT, INCL. 


DETECTOR/REGULATOR/DISPOSABLE X 6/HOSE 


* Fast, easy and effective, the Hi-Trace system combines all the strengths 
of conventional leak detection methods into one reliable package. Find 
that leak quickly and easily, even if it’s buried under the dash and out 


е 6 Disposable Hi-Trace cylinders included! 
“ Package price! Includes Regulator & Hose! 


TO-25490-KIT 


DETECTOR, LEAK, LOKTRACE HYDROGEN TRACER STARTER KIT, INCL. 


DETECTOR/REGULATOR/D-SIZE GAS/HOSE 


* Fast, easy and effective, the Hi-Trace system combines all the strengths 
of conventional leak detection methods into one reliable package. Find 
that leak quickly and easily, even if it’s buried under the dash and out 


* 1 D-Size tracer gas cylinder included! 
* Package price! Includes Regulator & Hose! 


Leak Detection - UV Dye Detection 


Highgate 


UV DYE DETECTOR LIGHTS 


ТО-25570 ТО-25575 


CLIPLIGHT, MINI CLIPLIGHT, RE- 


LAMP, BLUE CHARGABLE, 
LIGHT ULTRA-VIOLET 
* Very compact blue strobe 8 focus blue light, “ Compact UV LED focusable lamp with rechargeable 
INCLUDES GLASSES and 5 AAA Batteries Lithium-ion battery - up to 5hr battery life. Durable 
* Beam can be focused to increase intensity and can aluminium construction. 
be used as either constant beam or strobe beam “ Includes UV glasses and convenient tether strap. 
TO-25600 TO-25652 
7 GLO-LEAK, 
1 MINI-BRIGHT , 
[ СР5 MINI LAMP PERFORMANCE 
 —— „ \ 5 
₪ . fn Ë ULTRA-VIOLET ULTRA-VIOLET 
=. 4 2, LEAK DETECTOR / М LEAK DETECTOR 
- 4 TORCH WITH 
GLASSES 
“ Ultra compact UV light, great for getting in to tight “ Compact, easy to use UV leak detector paired with 
spaces protective glasses 
TO-25658 TO-25665 


GLO-LEAK UV 
LAMP - BATTERY 


12V GLO-LEAK UV 
LAMP 


* Comes with a “swan neck’ this is fantastic for | 
* Powerful UV output - more {Пап four times more 


powerful than 50w & LED lamps 
“ Comes with а 5m cord, for ultimate flexibility 


detecting leaks in evaporator coils in cars, and also 
in the roofs of heavy duty agricultural and mining 


equipment 3 
h 
e 
В 
ТО-25684 TO-32100 3 
- 
Ver OPTIMAX 3000 SPECTACLE 
RECHARGEABLE UV SAFETY 
U-V TORCH GOGGLES 


* 15 x brighter than regular LED lights with inspection 
range of up to 7.3m 

“ Up to 100,000-hour LED life 

“ Includes fluorescence-enhancing glasses 


* Essential to easilly view Ultra-violet light from UV 
lamps or torches 
* Plastic light weight frame 
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Leak Detection - ОУ Dye Detection 


UV DYE - REFRIGERANT 


TO-27820 TO-27824 


PREMIUM U-V DYE, ALSO 
SUITS R1234YF 


PREMIUM U-V DYE, ALSO 
SUITS R1234YF - 4 PACK 


R1234yf R1234yf 
| 9 2; 


ТО-27600 ТО-27584 


100 DOSE - SUPER 
СОМСЕМТКАТЕ - АС 
SYSTEMS 


UV DYE, 250ML, R134A, 
R1234YF, HYBRID, EV, 
50 DOSE PREMIUM 
FORMULA 


En Z 
R1234yf жаншуға колда R1234yf. 


q= % 


ОУ DYE - SPECIAL 


ТО-27700 ТО-27760 


FUEL, ОШ, HYDRAULIC, 


COOLANTUVDYE TRANSMISSION UV DYE 


im 
> 


911390A 
Coolant Systems 


Шен 
Рае iN pour (жікте des йм 
əже WV po Lampada (arch 
E: Pesto W para Меке dn Ром 
Leal 
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TO-27780 ТО-27585 


33 DOSE - HIGH 
FLUORESCENCE - АС 
SYSTEMS 


ETH 


ram 


Ae 57 
P) Шабе IN pour Detect — 


30 DOSE - ITALIAN 
FORMULA - AC SYSTEMS 


ТО-27410 ТО-27412 


CONCENTRATE U-V DYE CONCENTRATE U-V DYE 
12-SHOT 12-SHOT 


kwa өтгі mup Юз 


SW31SAS IV 4 


MAIVAL ТУЗЫЗАЯЧА 


רחוס 


Рр” 

T А/С DYE 
ER P/NS00 . 
ҒЫ ог Pag, Ester, 
тега! Oils 
25 oz. (7.5 ML) 


UV DYE - CLEANER 


TO-18360 TO-18375 


CLEANER, DYE GLO 
KLENZ 500 ML ATOMISER 


CLEANER, DYE GLO 
KLENZ 250 ML ATOMISER 


Lokring 8 Lokclip / 


Highgate 


LOKRING 8 LOKCLIP 


945 
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TOOLS 8 EQUIPMENT 


Нове & Ріре Repair - Lokring % Lokclip 


TOOLS & EQUIPMENT 


ТО-58670 


KIT, LOKRING TUBE FITTING, AUTO STARTER КТ 
INCLUDING LOKRING TOOL (LOKRING JOINER FITTINGS) 


For a perfect start in the world of quick, easy and, 
above all, low-cost repairs to tubes and hoses in vehicle 
air conditioning systems. 


* For universal use, independent of the vehicle type 
and model year 

* No waiting for expensive original spare parts 

* No welding, soldering or thread cutting necessary 

* In many cases, the faulty line may not even have to 
be removed 

* For more than 30 years tried-and-trusted by OEMs 

* In compliance with EU directive 2006/40/EG 


- 
* No Welding 


* No Soldering 
* No Thread Cutting 
* Just a Simple Crimp 


SY, ANDIEONG LASTING ש‎ ₪ 


ТО-38673 


КІТ, LOKRING TUBE FITTING, AUTO STARTER КТ 
INCLUDING LOKRING TOOL (LOKRING/LOKCLIP) 


The advanced kit for hose repair, with additional fittings 
allowing you to connect hard pipes to rubber. 


* For universal use, independent of the vehicle type 
and model year 

* No waiting for expensive original spare parts 

* No welding, soldering or thread cutting necessary 

* In many cases, the faulty line may not even have to 
be removed 

* For more than 30 years tried-and-trusted by OEMs 

* In compliance with EU directive 2006/40/EG 


| | : . | (в, 
Нове % Ріре Repair - Lokring % Lokclip, E-Z Clip vf 


TOOLS & EQUIPMENT 
Highgate 


LOKRING & LOKCLIP - SPARES 


TO-37133 TO-37158 TO-37160 TO-37162 


LOKCLIP JAW SET 8MM LOKRING JAW SET TOMM LOKRING JAW SET 12ММ LOKRING JAW SET 


es ` * 9 “ 2 = 9 
` < «а Б 
m= 4 4 а * 4 
ТО-37166 ТО-37169 ТО-37172 ТО-37162 
16MM LOKRING JAW SET 19MM LOKRING JAW SET 22MM LOKRING JAW SET 12MM LOKRING JAW SET 
> _ ₪  . «> 9 «^ 9 
— = — 7-- — — . a m 
TO-11450 TO-15402 
ABRASIVE PREPARATION MAT LOKRING JAW BOLT 


E-Z CLIP — 


THE HEAVY DUTY SOLUTIO 


к 
Tired of leaking hoses? 

Ask about E-Z Clip today, 

for the perfect see 


EZ CLIP PLIERS 


TO-61100 TO-61120 


ALNAWdINOA 3 STOOL 


PLIERS, STEEL, TO SUIT EATON, AEROQUIP CLIP HOSE PLIERS, STEEL, TO SUIT EATON, AEROQUIP CLIP HOSE , 
NISU REVERSABLE 


Hose & Pipe Repair - Manual Beadlock Rubber Hose Crimper 


TO-75602 


SS < ATCO HOSE CRIMPER 


* Manual Beadlock Crimping tool, with full set of dies 
to suit thick and thin wall hose 

* Very good quality tool made іп the USA 

* Comes with complete set of Thick and Thin wall dies 

* Can be bench mounted (comes with mount) 


í 1 = 
= 
ga INCLUDES 


9 STURDY 
5. CARRY CASE 


ALSO AVAILABLE WITH A HYDRAULIC 
ACCESSORY KIT - ASK US! 


MANUAL BEADLOCK RUBBER HOSE CRIMPER - SPARES 


TO-18306 TO-18308 ТО-18310 ТО-18312 
№6 STANDARD WALL DIE N°8 STANDARD WALL DIE №10 STANDARD WALL N°12 STANDARD WALL 
CARRIER CARRIER DIE CARRIER DIE CARRIER 


TO-27294 TO-27296 TO-27298 
DIE, BUBBLE CRIMP, NO. 6 RED. N°6 STANDARD WALL / N°8 №8 STANDARD WALL / №10 
HOSE, SUIT ТО-75602 CRIMPER REDUCED WALL DIE SET REDUCED WALL DIE SET 


Е 8 


ТО-27299 ТО-27300 TO-27302 
DIE, BUBBLE CRIMP, NO.10 REDUCED " P 
HOSE, ALMOND, SUIT TO-75602 №10 STANDARD WALL / №12 N°12 STANDARD WALL DIE SET 


CRIMPER REDUCED WALL DIE SET 


э e 
=< 
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Hose & Pipe Repair - Hydraulic Beadlock Rubber Hose Ситрег 


Highgate 


TO-75606 TO-75605 


TOOL, CRIMPER, BEADLOCK MANUAL/HYDRAULIC 
BUDGET 


HYDRAULIC CRIMPING TOOL 


* Easy to use hydraulic hand held crimping tool, with 7 * Easy to use BUDGET hydraulic hand held crimping tool, 
crimping jaw sets to suit thick and thin wall hose with 7 crimping jaw sets to suit thick and thin wall hose 

“ Complete with a sturdy carry case * Complete with a sturdy carry case 

* Ask about our deals with fittings and hose * Ask about our deals with fittings and hose 


HYDRAULIC BEADLOCK RUBBER HOSE CRIMPER - SPARES 


TO-18316 TO-18317 TO-18318 TO-18320 TO-18321 
abt AE №6 REDUCED DIE N*8 STANDARD DIE N*10 STANDARD №10 REDUCED DIE 
ЕЕ CARRIER CARRIER DIE CARRIER CARRIER 
„© Su. 
TO-18322 TO-18323 TO-27115 TO-27116 TO-27118 
№12 STANDARD М912 REDUCED DIE М°6 REDUCED DIE №6 STD / №8 №8 STANDARD DIE 
DIE CARRIER CARRIER SET REDUCED DIE SET SET 
d 
о 
Ё 
m 
2 
T 
E 
TO-27119 TO-27120 TO-27121 TO-27122 TO-66350 
№10 REDUCED DIE №10 STANDARD ие №6 REDUCED DIE REPAIR KIT 
SET DIE SET = CARRIER 


FI-I. 
C 


i 
o 


> 
pu Celebrating 50 years of Highgate Air! 949 


Нове & Pipe Repair 


HOSE 8 PIPE CUTTERS 


TO-21500 TO-21550 ТО=21559 ТО-21564 


HOSE CUTTER STRAIGHT CUTTER, PIPE, COMPACT PIPE CUTTER COMPACT 


BLADE 3MM-22MM BAHCO 4ММ-15ММ PIPE CUTTER 4MM 28MM 


3 ^ Ga 
HOSE & PIPE FITTING SEALANTS 
TO-70645 TO-70647 TO-70650 
Bee HOSE Fiu TINE NYLOG FITTING SEALANT LOKPREP SEALANT 656 - 15ML 
SEALANT 
LKA 
LOKING = 
PIPE BENDERS 
TO-75715 TO-75718 


CPS TUBE BENDER TOOL 1/4”, 3/8”, 1/2”, 5/8”, 3/4” 


TUBE BENDER TOOL 1/4”, 5/16”, 3/8 (6MM, 8MM, 12.7MM, 15.8MM, 19MM) 


SPRINGLOCK TOOLS & CLIPS 


Е 
ш 
š 
2 
6 
u 
LÀ 
a 
8 
F 


TO-75625 TO-75626 TO-75634 TO-75628 TO-75630 
DENSO SPRING- DENSO SPRING- DENSO SPRING- 
ве DENSO SERINE LOCK TOOL LOCK CLAMP LOCK CLAMP 


HOSE БЕВАШ TOOL KWASASA SUCTION LIGUID LINE SUCTION LINE 


“ 
t, 
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Testing & Treatment Equipment - Refrigerant Analysers 


Highgate 


TO-26480 
R1234yf 


REFRIGERANT IDENTIFIER, NEUTRONICS, R134A, R1234YF, LEGEND 
ID, WITH RECHARGEABLE BATTERY 


The Legend IDTM is a worldwide ready tool to meet the service 
needs of HFO-1234yf equipped vehicles. Service R-12, R-134a, and 
R-1234yf vehicles with one tool. 


O‏ :ה 


ЕҢ? 


* New & improved from the market leader in refrigerant identifying 
* Quickly and accurately determines refrigerant purity 

* Large colour display 

* Identifies RI234yf, R134a, R12, R22, HC 8 air! 

* Capable of testing R12 with optional R12 hose accessory 

* Improved oil resistance with the user replaceable oil restrictor 

* Ergonomic design 

* Optional built in printer 

* Built in rechargeable lithium battery 


TO-26470 


NEUTRONICS MINI ID REFRIGERANT ANALYSER 


Mini ID 
s 


* Helps keep equipment safe - the extraction of contaminated vehicle 
refrigerant can damage expensive R134a service and recovery equipment 

* Helps prevent contamination, and detects high levels of air contamination 

* Refrigerant Detected: R134a 

* Accuracy: PASS/FAIL 95% Pure R134a 

* Power Requirements: 12 VDC via Included Battery Clips 

* Approvals: UL, CE, SAE J1771 

* User Interface: Membrane type with visual indicators 

* Calibration Method: Hand Pump 

* Storage Temp.: -10°С to +50°С - Operating Temp.: +10°С to +45°С 

* Construction Material: Molded ABS housing/molded rubber sleeve 


TO-26475 


NEUTRONICS ULTIMA R1234YF ANALYSER WITH PRINTER 


The TO-26475 analyzer enables fast, accurate testing 
of refrigerant, reducing the need for costly and time- 
consuming gas chromatography. Improved accuracy 
and the ability to test for a wide variety of refrigerants 
make this an essential 


* Vapor or liquid sample analysis 

* Independent air measurement 

* Built-in thermal printer 

* Fast test results 

* Resistant to oil contamination 

* Refrigerant composition breakdown 

* Remote software updates for new refrigerants 
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SINCE 


1969 Testing & Treatment Equipment 


REFRIGERANT ANALYSERS - SPARES 


TO-61385 TO-61472 ТО-28440 
PIPE, HOSE AND FITTINGS, FILTER, CHECK VALVE, 
ANALYSER TO COUPLER DARE OREO т REFRIGERANT ANALYSER SUIT 
NEUTRONICS SUITS TO-26478 NEUTRONICS 
TO-28444 TO-28450 TO-28475 
NEUTRONICS REFRIGERANT HOSE, REFRIGERANT ANALYSER Ее R 
ANALYSER FILTER MINI-ID, FROM UNIT TO COUPLER т j 


MINI ID 


Ри: 1 


E 2 5 


SYSTEM MEASUREMENT 


ТО-74100 ТО-74170 ТО-74180 
CPS SYSTEM SUPERHEAT AND SYSTEM ANALYSER, CPS AIR FLOW CPS THERMO-PSYCROMETER TEMP- 
SUBCOOL ANALYSER METER ABM-200 SEEKER 
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392258-21 TO-61520 TO-61522 
MILWAUKEE, THERMAL IMAGER, REFCO THERMOMETER THERMO - REFCO THERMO - COUPLE CLAMP 
7.8KP M12 LI-ION KIT COUPLE PROBE WITH K-TYPE PLUG 
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Testing & Treatment Equipment - System Testing, System Treatment 


TO-19300 


CONTROL VALVE TESTER, ELECTRONIC CONTROL 
VALVE TESTER, PREMIUM IN-LINE 


System Scanner 


“ Vehicle specific and universal connections 

* Battery operated - Digital display 

* Affordable - Accurate 

“ Increase or decrease compressor demand by simply 
using the arrow functions 

“ Compressor operation analysis іп 3 easy steps: 

1. Check control solenoid 

2. Check input signal from A/C control unit to solenoid 

3. Issue variable commands to solenoid to drive compression 


EVAPORATOR TREATMENT 


TO-65250 


A MUST FOR EVERY PROFESSIONAL! 


WORKS ON CARS, TRUCKS, TRACTORS, 
HEAVY DUTY VEHICLES AND MUCH MORE. 


9251950, 


REPLACEMENT GLOBE, OZONE, ТО SUIT ТО-65250 


Highgate 


TO-74991 


THERMISTOR TESTING UNIT NISU 


Highgate ₪( 


* Specifically tests thermistor & sun load sensor circuits 

“ Сап be placed in-line between the sensor and wiring 
harness connector 

* ECM mode which reads the signal and manual 
mode that can change input signals to help check 
if the sensor can have an effect in turning the A/C 
compressor off and on, so the tool can verify if a sun 
load sensor needs to be replaced 

* Includes one set of universal leads. 


HI-PURE 12V AIR PURIFIER OZONE MACHINE 


Highgate's TO-65250 air purifier, is the most powerful 
sterilant commercially available to eliminate bacteria, 
viruses, odors, and mold spores. The TO-65250 
incorporates the latest technology in ozone purification, 
and is engineered to safely deliver an effective 
concentration of ozone, eliminating offensive and 
persistent odors such as tobacco smoke. 


* Helps eliminates mold, mildew, & bacteria from cabin 
interiors & rooms, even the most offensive & stubborn 
odors such as tobacco smoke 

* Portable design - AC (100-240 V) & DC power 

* 10 hour programmable timer with LCD panel 
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* Safely completes most jobs in only 20 minutes (ie. 
Musty odors from A/C systems) 

* Zero maintenance or cleaning - No consumables 

* 5000 hours or up to 15000 treatments 

* Place the HI-PURE Air Purifier in the treatment area, 
and set the timer to the desired treatment duration. 
Close the door & take a break. Come back once the 
treatment has completed and smell the FRESH AIR! 
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SINCE 


1969 


Testing & Treatment Equipment - System Treatment 


EVAPORATOR TREATMENT - CONTINUED 


TO-24999 TO-24900 TO-24901 
HI-FRESH 250ML EVAPORATOR OZIUM 35ML EVAPORATOR OZIUM 181МІ. EVAPORATOR 
DEODORANT AND MOULD DEODORANT AND MOULD DEODORANT AND MOULD 
TREATMENT WITH APPLICATOR TUBE TREATMENT TREATMENT 


HI-ERESH 


EVAPORATOR SANITISER SPRAY 


ТТЕ | 
3 


TO-18369 TO-18374 
VIPER 500ML EVAPORATOR CLEANER, COIL, BRIGHTENER VIPER 
FOAMING COIL CLEANER AEROSOL BRITE 3.78L 


‚арыйт Port 


Оп. CLEANER 
k DEGREASER 
w 


Ma- Tasic 044 
d 


LEAK TREATMENT 


TO-70655 (SINGLE) / TO-70656 (10 PACK) TO-70660 TO-70666 


SEALER, AIRCO-SEAL PRO SYSTEM SEALING SEALER, 60ML, SYSTEM SEALER, SYSTEM LEAK TREATMENT 
KIT, SINGLE USE INCLUDES HOSE AND LEAK TREATMENT, STOP LEAK STOP1 (6 PACK WITH ТАР AND 
COUPLER NCSU LEAK TYPE 1 NISU HOSE) 
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Testing & Treatment Equipment - Flushing Equipment & Solvent 


Highgate 


TO-28762 


CPS АЕМ1ОО FLUSH MACHINE 


The ТО-25762 А/С flusher machine is а valuable 

tool to any technician. Avoid repeat repairs due to 
system contamination, creating а justified profit 

while increasing customer satisfaction. The purpose 
of flushing is to remove debris and contaminated oil, 
which renews and extends the life of the А/С system. 
This flush machine performs a proper cleaning service 
by completely removing debris and contaminated oil 
from the system, unlike other means of flushing. 


* Powered by shop air 

* Air purge 

“ Forward or reverse flush without changing hoses 

* Clear filter bowl with cleanable screen for visual 
inspection of what is being removed from A/C system 

* Restores performance of А/С system by removing 
carbon build up from heat transfer condensors and 
evaporators 

* Eliminates compressor or dessicant failure and 
residue from overheated lubricants 

* Simple 2 step operation with only one hook up 

* Capacity 2 quarts for cars to 2.5 gallons for buses 

* Easy to connect quick couplers fit evaporators, 
condensers and hose connections 

* 8' clear braided hoses 


TO-73381 TO-28729 TO-28760 
FLUSHING KIT, INCLUDES NITROGEN REGULATOR, CANISTER PREMIUM A/C FLUSH FLUSH KIT WITH 
AND HOSES (NITROGEN AND FLUSH NOT INCLUDED) SOLVENT - 4L CANISTER AND СОМ 
Жеке 


ТО-28761 TO-14573 


FLUSH ADAPTOR KIT, 
UNIVERSAL, FOR USE WITH 
FLUSHING KITS/MACHINES 


52 PIECE FLUSH ADAPTOR 
KIT 


TO-32550 TO-28766 


REPLACEMENT FLUSH 


GUN FLUSH RECOVERY KIT 


есер ) 
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SINCE 


ТО-75100 


DIAL ТҮРЕ THERMOMETER -40 ТО 
+70C 


4 
= 


TO-75121 


DIGITAL TYPE PEN THERMOMETER 


TO-75158 


CPS DUAL PROBE DIGITAL 
THERMOMETER 


CBS ..- 
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TEMP-SEEKER' «x= 


ANALOGUE 8 DIGITAL 


TO-75113 


DIGITAL TYPE THERMOMETER 


MAX/UP IN/OUT MINDOWN 


Elitech 


рт-2 


ТО-75125 


DIGITAL THERMOMETER 


EM 
1 


тм50 | 
ТЕМР- SEEKER* 


cps 2 
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1969 Testing & Treatment Equipment - Thermometers 


LASER / INFRA-RED 


TO-75164 


DIGITAL INFRA-RED -20 TO +500 C 
VIEW FIELD: 8 TO 1 


TO-75188 


REFCO LP-88 DIGITAL INFRA-RED 
LASER VIEW FIELD: 12 TO 1 


General Tools 


Highgate 


DYE 8 OIL INJECTION 


ТО-36191 ТО-36192 ТО-36193 ТО-36201 ТО-36202 
HAND TURN HAND TURN INJECTOR HAND TURN INJECTOR, INJECTOR, CPS IN-LINE INJECTOR, 
INJECTOR WITH (METAL) SUITS HI-COOL (PLASTIC) SUITS HI-COOL INLINE OIL AND METAL, АСМЕ (1/2”) 
HOSE AND R134A & ТО-27820 CARTRIDGE, & TO-27820 CARTRIDGE, DYE WITH 1/4 RI2 FEMALE-MALE 
COUPLER, RE- WITH HOSE 8 R134A WITH HOSE & R134A FITTINGS, WITH 


FILLABLE COUPLER COUPLER TAP AND HOSE BALL VALVE 


| | 
Në 


ə - 


TO-36205 TO-36234 TO-15300 TO-73950 TO-73954 
BOTTLE INJECTOR, 
ЕЕЕ PLASTIC WITH GLASS BEAKER, 
MEASUREMENTS, GRADUATED,100 SYRINGE - 10 ML SYRINGE - 50 ML 
DYE SYRINGE WITH ACME (1/2") ML 
HOSE (REUSABLE) ROBINAIR 


ж > TARSONS 
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DYE 8 OIL INJECTION - SPARES 2 

ТО-49985 TO-36194 
INJECTOR HOSE TO SUIT TO-36192 & TO-36193, 200MM INJECTOR: a ата аа PEASTIC (CLEAR 
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958 


General Tools 


REMOVERS 


TO-75871 ТО-75873 


TOOL, VALVE CORE REMOVER, 
PRESSURISED SYSTEMS - BASIC TYPE 


VALVE CORE REMOVER KIT FOR USE 
WITH CHARGED R134A SYSTEMS 


ТО-75881 


TOOL, VALVE CORE REMOVER, 
SUIT HIGH-FLOW CORE 


GENERAL TOOLS 


TO-18740 


FIN STRAIGHTENING COMB, REFCO 


Y. 
о 


ТО-91180 


COMPRESSOR TOOLS 


ТО-92955 


TO-93005 


CLUTCH HOLDER, 
SLOTTED ARMS 


SEAL SLEEVE 
PROTECTOR, SD7H 
SERIES EXCEPT 
SD7H15C 


АНА 


——]À' An 
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TO-75884 


TOOL, VALVE CORE REMOVER, 
SUITS HIGH-FLOW LARGE CORE 


awa ала ъъ ni 


ТО-75672 


ORIFICE TUBE ВЕМОМЕВ, СМ- 
ЕОВО 


р Vas РА. 
А” 


TO-81340 


RATCHET 4-WAY, 3/16”,1/4”,1/2” 


CLUTCH HUB REMOVERS & 


INSTALLERS COMPLETE KIT, CPS 


TO-81360 


RATCHET 4-WAY, 3/16”,1/4”,5/16”,3/8” 


0923Ж 


TO-93040 


PULLEY PULLER 


ТО-77500 


3/4" FEM ТО 1/4”МЕ STRAIGHT 
CYLINDER ADAPTOR 


TO-77315 


GASKET, WASHER, CPS CYLINDER 
ADAPTOR SEAL SUITS TO-77300/ 
TO-77334 


TO-77432 


M10 MALE TO 1/2” ACME MALE - 
STRAIGHT MANIFOLD UNION 


TO-77475 


1/2" ACME FEM TO 1/4" MF - 
STRAIGHT W/CORE & DEPRESSOR 


Adaptors 


Highgate 


ADAPTORS 


TO-77338 TO-77334 


5/8" FEM סד‎ 1/2" ACME MALE - 
STRAIGHT CYLINDER ADAPTOR - 
SMALL 


3/4" FEM TO 1/2" ACME MALE - 
STRAIGHT CYLINDER ADAPTOR 


TO-77336 TO-77400 
UNION, R1234YF CYLINDER, 3/4 1/4"MF TO 1/4"MF STRAIGHT 
FEM. GAS - 1/2 ACME L/H CHARGE LINE JOINER 


TO-77450 TO-77460 
1/4" FF TO 1/2” ACME MALE - UNION, VAC PUMP, 1/2 LH ACME 
STRAIGHT VAC PUMP UNION FEM (R1234YF) - 1/4 MALE FLARE 


TO-77480 TO-77500 
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1/4"FEM TO 1/2" R410 MALE (20 
UNF) STRAIGHT - W/CORE & 
DEPRESSOR 


1/4"FF TO 1/4"MF & 1/4” MF - יד‎ VAC 
PUMP UNION 
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БІМСЕ 


1969 Adaptors 


ADAPTORS - CONTINUED 


ТО-12010 ТО-12090 ТО-12500 


3/16"FF ТО 1/4"MF STRAIGHT 3/16"FF TO 1/4"MF 90? 1/4"FF TO 1/4"MF STRAIGHT 


TO-12590 TO-13200 


1/4”ЕЕ TO 1/4”МЕ STRAIGHT ANTI- 


1/4”FF TO 1/4"MF 90 BLOWBACK 


BALL VALVES 


TO-13280 TO-13282 TO-13283 TO-13284 


1/4”ЕҒ ТО 1/4”MF 
STRAIGHT 


1/2” ACME FEM TO 1/2” 


1/4”ЕҒ TO 1/4”МЕ 45 1/4”ЕЕ ТО 1/4”МҒ 90 АСМЕ MALE STRAIGHT 
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CAPS 


TO-18234 TO-18235 


1/2” FEM ACME PLASTIC CAP, SUITS TO-77334 1/2” FEM ACME BRASS CAP, SUITS TO-77334 
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Adaptors 


Highgate 


COUPLERS 
TO-14130 TO-14140 TO-14134 
R134A DISCHARGE, M14 FEM R134A SUCTION, M14 FEM R134A DISCHARGE, 1/4”МЕ 


W 


ТО-14155 ТО-14145 ТО-14150 


ADAPTOR, ACCESS, R134A, 


R134A PER ауе НА M14 R134A а pat o M14 FEM DISCHARGE HAND VALVE, LONG 
REACH HIGH SIDE, 134A 14MM FEM. 
іш 
»4 E i 
N pa 2 
ТО-14594 ТО-14440 ТО-55954 


COUPLER, SUCTION R134A 1/4” MF, 


SUITS TO-36192 & TO-36193 M14 FEM TO 1/4” MF ADAPTOR R134A COUPLER O-RING KIT 
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TO-14830 TO-14840 
DISCHARGE COUPLER, M14 FEM & SUCTION COUPLER, M14 FEM & 
1/4"MF, R-1234YF 1/4"MF, R-1234YF 


R1234yf gow 


R1234yf cd 
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50 7 
pu Technical Support 


YEARS 


We love a challenge. Let us 
help you with your hard to 
solve A/C issues! 


We have a team of experts who don't 
just sell products, we help solve your 
problems. 


Call us today, we are here to help! 


NS 1800 15 15 15 


